Test only do not open or else virus will be in your PC 

DO NOT OPEN TROJAN VIRUS IS BEEN ACTIVATED IN YOUR PC

READING YOUR IP...

LOCATION LOCATED...

PLANTING THE BOMB IN YOUR BEDROOM...

ACTIVATING THE BOMB IN YOUR BEDROOM...

ACTIVATING VIRUS... 

DUE TO OPENING THIS FILE YOUR PC IS BEEING HACKED BY the IP 187.157.114.135

DO NOT CLOSE THIS NOTEPAD OR ELSE YOUR PC WILL CRASH..